Brief comment text:

The 915Mhz frequencies should be open to all users with low power so as not to interfere with others and to avoid needing a license in this band.  In particular the meshtastic system (which would get interference with the proposal) supports the same sort of emergency communications system that amateur operators enjoy with APRS, without requiring a license. The advantage of these systems is the communication continues when the infrastructure is down. 
